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Tell Gov. Roy Cooper to halt the Atlantic Coast Pipeline 

Before It's News 

Duke Energy is cranking up the heat on Gov. Roy Cooper's administration to approve the destructive fracked-gas Atlantic 
Coast Pipeline. A decision could come any day. But state officials have repeatedly requested additional information from the 
companies in recent months, and the public has not been ... 
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